THE HAROLD HAHN CO., INC., NEW HAVEN, CONN 


THE YALE BOWL, opened Nov. 21, 1914 is - 
used for football games. The structure is 950 i£ 
feet long by 750 feet wide, covering about °. 
121/2 acres. It seats about 80,000 persons. £ 
There are about 30 tunnels which furnish en- 
trances to the seats besides two large tun- 
nels used for exits. • 
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